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Motive  Power. 


( This  Invention  received  Provisional  Protection  only .) 

PROVISIONAL  SPECIFICATION  left  by  Noble  Seward  at  the  Office  of 
the  Commissioners  of  Patents,  with  his  Petition,  on  the  6th  September 
1867. 

I,  Noble  Seward,  M.D.,  of  Riversdale,  Templeogue,  in  the  County  of 
5  Dublin,  Ireland,  do  hereby  declare  the  nature  of  the  said  Invention  for 
“  Improved  Means  and  Apparatus  for  Producing  Motive  Power,’  to  be  as 
follows : — 

I  propose  to  use  the  sea,  lake,  pond,  or  river,  or  I  construct  a  reservoir  or 
tank  containing  water,  mercury,  or  other  suitable  fluid,  in  which  fluid  is 
10  immersed  an  air  vessel  descending  to  any  desired  depth,  the  bottom  of  which, 
air  vessel  is  opened  while  it  is  closed  at  the  top.  Communicating  with  the 
top  of  this  air  vessel  is  a  pipe  provided  with  a  cock  or  valve,  through  which 
air  or  gases  under  pressure  are  forced  either  by  pumps  or  by  the  combustion 
of  explosive  compounds  into  the  upper  part  of  the  air  vessel ;  a  sypbon  tube 
15  also  passes  through  the  top  of  the  air  vessel  and  descends  in  the  fluid  nearly 
to  the  bottom  of  the  air  vessel,  which  tube  has  a  cock  or  valve  to  the  bottom 
thereof,  while  the  external  leg  of  the  syphon,  also  provided  with  a  cock  or 
valve,  passes  to  a  turbine,  water  wheel,  or  other  motive-power  engine  capable 
of  being  worked  by  the  flow  or  pressure  of  the  fluid.  The  pressure  of  the  air 
20  or  gas  ^ns^e  the  air  vessel  causes  the  water  or  other  fluid  to  pass  through  the 
syphon  on  to  the  motive-power  engine,  thus  producing  motive  power  available 
for  industrial  purposes,  part  of  which  power  is  employed  in  conveying  the 
fluid  passing  from  the  engine  back  into  the  sea,  reservoir,  or  tank  by 
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means  of  a  pump  or  other  suitable  apparatus  for  raising  fluids.  Or  the 
whole  of  the  power  may  be  employed  in  raising  the  fluids  to  such  a  height 
that  before  re-entering  the  sea,  tank,  or  reservoir  it  flows  upon  and  imparts 
motion  to  a  water  wheel  or  other  motive-power  engine  capable  of  being  worked 
by  fluids. 
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